Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 TOKYO 09355 240847Z 
ACTION OES-07 


Message Text 


INFO OCT-OI EA-12 ISO-00 SOE-02 /022W 

097552 241733Z/53 

R 240839Z MAY 78 
FM AMEMBASSY TOKYO 
TO DOE GERMANTOWN MD 
DOE WASHDC 

DOE OAK RIDGE OPERATIONS OFFICE OAK RIDGE TENNESSEE 
INFO SECSTATE WASHDC 8195 


UNCLAS TOKYO 09355 


E.O. 1 1652: N/A 
TAGS: TECH, JA 

SUUJECT: SHIKOKU SWU SCHEDULE 


DOE FOR GARRETT, HELFRICH, WILLIT, lA 
OAK RIDGE EOR R. HART 


1 . MR. Y. TANAKA, MANAGING DIRECTOR SHIKOKU ELECTRIC POWER CO., 
VISITED EMBASSY TO DISCUSS SWU SCHEDULE PROBLEM WHICH HE DESIRES TO 
BRING UP WITH APPROPRIATE DOE PERSONNEL DURING VISIT TO WASHINGTON 
DC JUNE 19, 20. TANAKA WILL BE DEPARTING JAPAN JUNE 2 FOR EUROPE 
AND DESIRES PRIOR TO THAT TIME TO HAVE FEELING FOR DOE POSITION ON 
SWITCHING DOE SWUS FOR EURODIF SWUS UNDER AFC. 


2. SPECIFICALLY, SHIKOKU’S ALLOCATION OF EURODIF SWUS IS 417 TONNES 
OVER 1981 THRU 1984 TIME PERIOD WHICH WAS ORIGINALLY PLANNED FOR AS 
YET UNSCHEDULED THIRD SHIKOKU NUCLEAR PLANT. NO SITE HAS YET BEEN 
SELECTED FOR THIS PLANT AND PROJECTED REQUIREMENTS PROVIDE LITTLE 
BASIS FOR URGENCY. PRESENT THINKING IS THAT PLANT WOULD PROBABLY 
NOT BE COMPLETE UNTIL 1988 OR SO AND THAT SWUS WOULD NOT BE NEEDED 
UNTIL 1995. IF DOE AGREES TO POSTPONE IKATA TWO'S 403 TONNES OF 
SWU CURRENTLY SCHEDULED FOR 1981 TO 1985 UNTIL 1986 TO 1990, SHIKOKU 
WOULD USE EURODIF SWUS FOR IKATA TWO'S 1981 TO 1985 REQUIREMENTS. 
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3. SHIKOKU IS NOW THINKING THROUGH CHANGING THEIR FIXED COMMITMENT 
CONTRACT TO ADJUSTABLE FIXED COMMITMENT CONTRACT AND DESIRES INFO ON 
WHETHER CONTRACT CHANGE WILL AFFECT DESIRED RESCHEDULING. 

4. EMBASSY REQUESTS GENERAL ANSWER TO QUESTION OF WHETHER SHIKOKU CAN 
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RESCHEDULE AS OUTLINED ABOVE. 

5. WOULD ALSO APPRECIATE INEO ON A VATU ABIT, TTY APPROPRIATE INDIVIDUAL 
S 

EOR MEETING WIH MR. TANAKA ON JUNE 19 AND/OR 20. MANSFIELD 
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